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As f 11 ? 0 * the °^ice of Training Baric and Intelligence Schools 

were combined into one sch ool, the Intelligence School* The Chief of the 
new Intelligence School is | I The headooarters for this 

school is In the B & S Building* 

I 1 said that the new Intelligence School trill continues to 

2J those coursrs which in the past have proved most useful and valuable* 
y merging the two schools, it vac pointed out the now school has achieved 
^ability to offer a wider variety of courses and, 
in adcition, will be able to offer more specialized courses for the benefit 
of the components of the DD/S* 

. . Alth ough plans for the ne w school are still tentative, 

, .. W bc contacted for information on courses 

which pertain to the support side of the program and Udll act 

for the present time, as chief instructor for the intelligence training * 
courses * ^ 


le USSR 


She Office of Training has established a School of International 
ommunisa and the USSR (SIC/TR) for the purpose of developing, conducting 
and supporting training programs for Agency personnel at headquarters and 


COMKTUl 



Approved For Release 2003/08/05 : CIA{RDP60-00594A0001 00050005-6 







Approved For Release 2003/08/05 : CIA-RDP60-00594A0001 00050005-6 





sm 

7 

2 


©verneas and for selected non-Agency personnel In (l) the history* doctrines* 
organisations, objectives, activities and capabilities of international communism, 

(2) the techniques of anti-comauniat operations, and (3) area studies of the USSR 
not conducted in the Russian language,, 


Hr. Harry Roeitzke is Chief of the School of International Communism and 
the USSR. The School is located in Alcott Hallo 


25X1 


| said that there will be some changes in the course schedules 

which were sent recently to the TLO’s. The Office of Training will notify 
the 110*8 through the QTR Bulletin of new course dates scheduled for the 
CMC and other courses to be offered by SIC/TR. 
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3 0 ‘/'raining Reports for the Five Percent Quota 


| reported that the recommendations in the recent staff study 

for the DDGI concerning the * 5 $ training policy* were approved by the DDCI 0 
An Agency regulation to implement the recommendations has b©®a drafted for 
coordination. Its principal points are; 


(l) paragraph 3 of Agency 


is rescinded, 


25; 


(2) ”©» the job" training is defined for the purpose of the regulation, and 

(3) a reporting system is developed „ 


The Registrar made the following announcements % 


(1) Hew area courses and dates will be announced in the July issue of 
the OTR Bulletin. 

(2) Form #73 for the E0C must be submitted on the deadline date. 

(3) Ops Support course is scheduled for July 23 to August 24. 

(4) Basic Supervision (GS 12—14) is scheduled for July 30 to August 10 0 
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